Exilis Treatment in 
Dubai 


EXILIS IS A NO-MARGIN TIME, NO AGGRAVATION, IN-OFFICE METHOD 
UTILIZED FOR BOTH JOINED SKIN FIXING AND HARMLESS FAT EXPULSION 
AND BODY SHAPING. EXILIS TREATMENT IN DUBAI IS UTILIZED TO TONE 
SKIN AND FURTHER DEVELOP SKIN SURFACE WHILE DECREASING 
UNDESIRABLE REGION OF THE FAT UTILIZING RADIOFREQUENCY 
INNOVATION. 
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Exilis is a non-invasive cosmetic procedure that uses radiofrequency 
technology to tighten skin and reduce fat. It's often used for body 
contouring and skin tightening. If youre considering Exilis treatment in 
Dubai, it's essential fo consult with a qualified and experienced medical 
professional or dermatologist. 


Here are some key points about Exilis treatment: 


Procedure Overview: Exilis utilizes radiofrequency energy to target and 
heat the deep layers of the skin. This heat stimulates collagen 
production, leading to skin tightening and improved elasticity. 
Additionally, the treatment can help reduce localized fat deposits. 


Benefits: 
» Non-invasive: Exilis doesn't require surgery or incisions. 


» Minimal Discomfort: Most patients report minimal discomfort during the 
procedure. 


» No Downtime: Unlike surgical procedures, Exilis typically has no downtime, 
allowing patients to resume their daily activities immediately. 
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> Areas of Treatment: Exilis is commonly used on various body areas, 
including the face, neck, abdomen, arms, thighs, and buttocks. 


> Number of Sessions: The number of sessions needed depends on 
individual goals and the area being treated. Multiple sessions are 
often recommended for optimal results. 


» Results: Results may vary, but many individuals notice improvement 
in skin tightness and contouring after a few sessions. Full results may 
take some time to become apparent as collagen production 
continues. 


CONTACT US 


> ADDRESS: Office 101. Pinnacle Building, Sheikh Zayed Road, Al 
Barsha First, Dubai, UAE. 


> PHONE: +971 43888504 
> WEBSITE: Exilis Treatment in Dubai 
> EMAIL: info@dynamiclinic.com 


